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1. RESISTORS ARE 1/2 WATT, 10% TOLERANCE. 
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V7 — CIRCUIT BOARD GROUND MODEL HA-202A 
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(] — IDENTIFIED CIRCUIT BOARD HOLE 


FP} — FERRITE BEAD 


4. TP - TEST POINT 
5. RELAY CONTACTS ARE SHOWN IN RECEIVE POSITION. 


